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UNCLASSIFIED 

PAGE 01 SAN JO 03327 061700Z 
51 

ACTION EUR- 12 

INFO OCT-01 ARA-10 ISO-OO EURE-00 EPA-04 OES-05 AF-06 /038 W 

101139 

P 061635Z AUG 75 

FM AMEMBASSY SAN JOSE 

TO SECSTATE WASHDC PRIORITY 1082 

UNCLAS SAN JOSE 3327 

E.O. 11652: N/A 
TAGS: CCMS, ENRG 

SUBJECT: CCMS: GEOTHERMAL PILOT STUDY SMALL POWER 
PLANTS MEETING, SAO MIGUEL, THE AZORES 
SEPT 8-11, 1975 

REF: STATE 177554 

1. ONE OF TWO POTENTIAL GOCR ATTENDEES SUBJECT 
MEETING QUERIED EMBASSY AS TO COST OF ATTENDANCE. 

2. ASSUME MAJOR PORTION OF EXPENSES WOULD BE ROUND 
TRIP AIR FARE. HOWEVER, WOULD BE VERY HELPFUL HAVE 
ESTIMATE LODGING/FOOD, REGISTRATION FEES (IF APPLICABLE) 
OTHER EXPENSES SOONEST. 
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